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1* Information is desired on specialised machine tool;, 
used in machining aircraft engine parts, particularly turbine 
blades— types of machines and where ssanufactsired. 


2. Any iafomatiot source may hare on ’the following 
Dnepropetrovsk plants regarding products manufactured , lotos • force, 
mm construction dad dates of such construction: Unepropet ovkaly 
savod metalluri ehoskogo bborudovaaiyaj Plant Mo. 12 of the , inistr, r 
of the Coal Industry (isialng machinery) j Plant i^eni Voroshil ova 
(agricultural mclilnery) j and f'ress Plant. 
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